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Blast Furnace.

tlon chamber, and the products of combustion pass down through
the flues of the checker work to the chimney flue.  When the stove

ENLARGED CROSS SECTION
The Poote Hot Blast Stove.

CHECKER BRICK

is in use, the blast is admitted by a valve at the bottom of the
checkers and pursues the reverse course, passing out near the
bottom of the combustion chamber.         *

The three-pass central combustion stove, used by Massick and